The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
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JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/13/2011 


Sulynn Walton 

Assistant District Attorney, Suffolk County 


Dear ADA Walton, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Curriculum Vitae for Annie Dookhan and Stacey Feiden. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results, 

5. GC/Mass Spectral analytical data for samples 

Stacey Feiden was the custodial chemist and performed the preliminary testing and net weight for 
tills sample. Annie Dookhan was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 023 30 
(617) 983-6631 
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Curriculum Vlfae 


Annio Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. H, Massachusetts Department of Public Health, Drug Analysis Laboratory 

Completed six-week training course conducted by senior staff witliin the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards, 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst 1, II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 

FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department, 

♦Routine QC testing of products for the FDA, 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemioals for Vendor Validation Project for the FDA, 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation, 

FTIR course with Spectros, 

TOC training with MBL and Sievers. 

Associatiou: > 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Desjardins 

stacey ,feiden@state .ma. us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science-Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

« Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, II, 
and III, Biochemistry, Advanced Inorganic Chemistry 
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DEPARTMENT 


DRUG RECEIPT 


District/Unit b 


o i "0 


PAGE # 1 

DESTRUCTION # 


Name & Rank of Arresting Officer lSL ii»- 
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To be completed by ECU personnel only 

Name and Rank of Submitting Officer 
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Received by_ 


_ ID# _ 

Date _______ 

ECU Control # 
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No 'HHHHH Date Analyzed: ^^oBr-W 

City: Boston D.C.U, Police Dept. 

Officer: P.O. SYBIL WHITE 

Def: mmmm 

Amount: 3.0 Subst: TA8 

No. Cont: 1 Cont: pb 

Date Rec'd: 10/06/2010 No. Analyzed: 

Gross Wt.: 1.93 '/ Net Weight: O-SAg 

# Tests: \ QlO « 


oxMeodont 

Prelim: \ 


Findings: CV 1 N^odsO^ <£L 


No 
City 
Officer 
Def 
Amount 
No. Cont: 
Date Rec’d 
Gross Wt 


Date Analyzed: o ' \ 

Boston D.C.U. Police Dept. 

P.O. SYBIL WHITE 


5.0 


Cont: pb 


10/06/2010 
4.38 V 


Subst: TAB 


No. Analyzed: 

Net Weight: Q-Uc>C 


Prelim 


# Tests: \$)LD 

octant 


4 


No 
City 
Officer 
Def 
Amount 
No. Cont 


Date Analyzed: (j \-o3- \' 
Boston D.C.U. Police Dept. 

P.O. SYBIL WHITE 


2.0 

1 


Cont: pb 


Date Rec’d: 10/06/2010. 

W 


Gross Wt.: 


4.11i 


Prelim 




Findings: 


Subst: TAB 

No. Analyzed: 

Net Weight: QMOO 
# Tests: \ 

o: ^ocxicAe 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY fecfilon 


No, of samples tested: 


ANALYST 
Evidence Wt 


ftLO 

/ 


PHYSICAL DESCRIPTION: -aicpid, 

“ \0 b\U< ) DYO\ labs 



Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 



~ OOSB 6) 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MicrocrvstalUne Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

microrredfx 


PRELIMINARY TEST RESULTS 

results nmpbetamm r 

date \e-p.Q-\n _ 


GC/MS CONFIRMATORY TEST 

results Qmpbflnmm i? 

MS » i'-s, 

OPERATOR /\C)U _ 

DATE l-6'U_ 


Revised 7/2005 










MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISiNDEX® Product List 

Dextroamphetamine Saccharate, Amphetamine Aspartate, Dextroamphetamine Sulfate, 

Amphetamine Sulfate 10 Mg Tablet 

Regulatory-Status: Schedule II 

Active-Ingredients: Amphetamine Sulfate - 2.5 MG 

Dextroamphetamine Sulfate - 2.5 MG 
Dextroamphetamine Saccharate - 2.5 MG 
Amphetamine Aspartate - 2.5 MG 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: 8ottleof100 

Contact: Barr Laboratories 
Product ID: 6235413 

AAPCC Code: 001000 - Amphetamines and Related Compounds 
Registry Number: NDC 00555-0972-02 

Notes 

Notes: This product may have old or alternate imprints. 

Physical Description 

Imprint: 8; 972; 1; 0 
Form: Tablet 
Color: blue 

Shape: Oval: scored, with partial bisects 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www. thomsonlic.com/hcs/librarian/PFDefaultActionld/pf.PrintReady 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



agency Soston 


No. of samples tested: 


ANALYST 5l O 

Evidence Wt \/ 


PHYSICAL DESCRIPTION: ^8\fiCVCC\'t \('(\ 

~ l. 5 Lohrtt ovq\ Tabs, 

) 


Gross Wt ( ): 
Gross Wt ( ): 


Pkg. Wt:_ 

Net Wt: 


~~ OOSvD B 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


ss 


Microcrvstalltne Tests 

Gold 

Chloride_ 

TLTAj_ \ _ 

OTHER TESTS 

rnicmmtciex 


PRELIMINARY TEST RESULTS 

results n^codone. 

DATE V?,- oVIO 


GC/MS CONFIRMATORY TEST 
RESULTS \0 



MS 

OPERATOR , f i qU . 


DATE 


kSlli 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone and Acetaminophen 

Also known as Acetaminophen & Oxycodone 
Acetaminophen and Oxycodone 
Oxycodone & Acetaminophen 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredfents: Oxycodone Hydrochloride - 10 MG 
Acetaminophen - 325 MG 

Excipients: Crospovidone 

Cellulose, Microcrystalline 
Povidone 

Starch, Pregelatlnized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 100; With Ten 2X5Cards 
Contact: Covidien Maiiinckrodt 
Product ID: 6594257 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0406-0523-01 
NDC 0406-0523-62 

Physical Description 

Imprints: M523 - The M523 isimprinted on one side and 10/325 on the reverse side, 

10 325 

Alt Imprints: M523 10 325 - The M523 Isimprinted on one side and 10/325 on the reverse side. 
M523 10325 

Form: Oral Tablet 

Color: White to Off-White 

Shape: Capsule-shape 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http ://www .thonisonlic.com/hcs/librarian/PFDefaultActionld/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY toSt OH ANALYST Sl'P) 

Evidence Wt \/_ 


PHYSICAL DESCRIPTION: "TNirVnf f\ ^ SCQ\CCl 

'50 u)hitt ( ovm lobs 
(jniz?) (iojiss) 


Gross Wt ( ) 

Gross Wt { ): 


Pkg. Wt 
Net Wt: 




- Qoss 6 


- 5 "tested 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's __ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_)_ 

OTHER TESTS 

rn\c.rome.c\ey 


PRELIMINARY TEST RESULTS 
RESULTS C)X\lCCC\Ong - 
DATE b.-^-lO 


GC/MS CONFIRMATORY TEST 

results o-qaTjone. 

OPERATOR ) _ 

DATE \l ] _ 


Revised 7/2005 
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Page 1 of 1 


POISINDEX® Product List 

Oxycodone and Acetaminophen 

Also known as Acetaminophen & Oxycodone 

Acetaminophen and Oxycodone ^ 

Oxycodone & Acetaminophen 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredients: Oxycodone Hydrochloride -10 MG 
Acetaminophen - 325 MG 

Excipients: Crospovidone 

Cellulose, Micro crystalline 
Povidone 

Starch, Pregelatinized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

AvaHable-Container-Sizes: Bottle of 100; With Ten 2X5Cards 
Contact: Covidien Mallinckrodf 
Product ID: 0594257 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0406-0523-01 
NDC 0406-0523-62 

Physical Description 

imprints: M523 - The M523 isimprinted on one side and 10/325 on the reverse side, 

10 325 

Alt Imprints: M523 10 325 - The M523 isimprinted on one side and 10/325 on the reverse side, 
M523 10325 

Form: Oral Tablet 

Color: White to Off-White 

Shape: Capsule-shape 

<g> 1974- 2010 Thomson Reuters. All rights reserved. 


■http://www.thomsonlic.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY Poston 


No. of samples tested: 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION; Q\Qf\£.C\ ' scaled Gross Wt ( ):_ 

- B ,rouna late Gross Wt ( ):_ 

—v Pkg. Wt:_ 

( LO J Net Wt: \,L\ ft 

- one oi each Ite^cci 

- I p\at 4 round lab -qqss6 

© (op) Q 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis __ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 

L Maamki 


PRELIMINARY TEST RESULTS 

RESULTS OilMCOdnn^ 

DATE V^gC\-\0 


GC/MS CONFIRMATORY TEST 

RESULTS opcode-,ne 
\ 

MS * 

OPERATOR rXQ\j 
DATE \-?rH 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule !l 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 

Triacetin 

Poiysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromeilose 

Lactose 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Actavis Totowa 
Manufacturer Product upc 52152 „ 40902 


Product ID: 7024625 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicyiic Acid) 

Registry Numbers: NOC 52152-409-02 

Physical Description 

Imprints: OC - The tablet is imprinted with OC on one side and 20 on the other. 

20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


12/28/2010 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycontin 


Regulatory-Status: 

Ingredients 

Active-Ingredient: 


Schedule II 


Oxycodone Hydrochloride - 20 MG 



Excipients: Butylated Hydroxytoluene 
Hypromellose 
PEG-400 

Polyethylene Oxide 
Magnesium Stearate 
Titanium Dioxide 
Polysorbate 80 
Ferric Oxide, Red 


Availability & Manufacturing 

Availability: United States 
Availabfe-Container-Sizes: Strip of 20; Bottle of 100 
Contact: Purdue Pharma 


Product ID: 7090345 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 59011-0420-20 
NDC 59011-0420-10 


• Physical Description 

Imprints: OP - The tablet is debossed with OP on one side and 20 on the other. 
20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters, All rights reserved. 


http://www.thomsonhc.conx / lics/librarian/PFDefaultActionId/pf.PrintReady 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


agency Boston 


ANALYST v 


^LQ. 


Evidence Wt 


PHYSICAL DESCRIPTION: -eiqnecl * sealed 

“oae. \morv ) rajr\cl lab 



Gross Wt ( ) 

Gross Wt { ) 

Pkg. Wt 
Net Wt 


OAba 


-Class 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke‘s 


MlcrocrvstalUne Tests 

Gold 

Chloride_ 

TLTAj_ l _ 

OTHER TESTS 

micnsmeriex 


PRELIMINARY TEST RESULTS 
RESULTS owicodme . 
DATE \?-?!-\TO 


GC/MS CONFIRMATORY TEST 
RESULTS QK^CCdong’ 

OPERATOR AS\"S _ 

DATE hfilLl 


Revised 7/2005 
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POISINDEX® Product List 

Oxycontin 

(Between January 2008 and August 2010) 

Regulatory-Status: Schedule II 

Ingredients 

Excipients: Ammanio Methacrylate Copolymer 
Hypromellose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Add 
Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triaceiin 
Polysorbate 80 
Ferric Oxide, Red 
Ferric Oxide, Yellow 
Ferric Oxide, Black 

Availability & Manufacturing 

Availability: United States 

Available-Contalner-Size: Bottle of 100 

Contact: Purdue Pharmaceutical Products 

Product ID: 6837780 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 59011-0830-10 

Notes 

Notes: This product Was discontinued in 2010 

Physical Description 

Imprints: OC - The tablet is imprinted with OC on one side and 30 on the other side. 

30 

Form: Ora! Tablet, Extended Release 
Color: Brown 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested: 


AGENCY Boston 


ANALYST SV_Q 


Evidence Wt 



PHYSICAL DESCRIPTION: S\( wd * sci\ed 

'5 p\rvL ,rcundr lotos 



Gross Wt { ) 

Gross Wt ( ) 

Pkg. Wt 

Net Wt 




■' Class 6 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke‘s 


Mlcrocrvstalllne Tests 

Gold 

Chloride__ 

TLTA( )_ 

OTHER TESTS 

rtocrnmfclex 


PRELIMINARY TEST RESULTS 
RESULTS ox\|cnrlme 
DATE fc-?Q-\Q 


GC/MS CONFIRMATORY TEST 

results g^cnclone. 

MS irN*~s 

OPERATOR A cVl 3 _ 

DATE i-8-U 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule 11 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 

Triacetin 

Polysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromeliose 

Lactose 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Actavis Totowa 

Manufacturer Product upc 521 5 2 . 40902 
Codes: 

Product ID: 7024625 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or AcetylsaUcylrc Acid) 

Registry Numbers: NDC 52152-409*02 

Physical Description 

Imprints: OC - The tablet is imprinted with OC on one side and 20 on the other. 

20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsoi]Jhc,coni/hcs/librarian/PFDefauItActionId/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY POSTOn ANALYST SLD 


Evidence Wt 


y 


PHYSICAL DESCRIPTION: Q\Qf\(jCl ^ QLQICCI 

■ 5 pvnk. .rcuucv lobs 



Gross Wt { ): 
Gross Wt { ): 


Pkg. Wt:_ 

Net Wt: 0. U5Ci 

d 


- Goss 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstaHIne Tests 
Gold 

Chloride_ 

TI-TAi_J_ 

OTHER TESTS 

fflbrorocclfy 


PRELIMINARY TEST RESULTS 


RESULTS 





DATE IZ-PQ-IO 


GC/MS CONFIRMATORY TEST 
RESULTS o^cainne 

OPERATOR APP) _ 

DATE lAMl 


Revised 7/2005 
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POISINDEX® Product List 


Oxycodone Hydrochloride 
Also known as Oxycodone HCi 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochioride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Add 
Sfearyl Alcohol 
Talc 

Titanium Dioxide 

Triacet in 

Poiysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Actavis Totowa 

Manufacturer Product 52152-40902 

Codes: 

Product ID: 7024625 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Add) 

Registry Numbers: NDC 52152-409-02 

Physical Description 

Imprints: OC * The tablet i$ imprinted with OC on one side and 20 on the other. 

20 

Form: Oral Tablet, Extended Release 
Color: Pink 

Shape: Circle 


© 1974- 2010 Thomson Reuters. Ail rights reserved. 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 



AGENCY fiOvlIOO 


No. of samples tested: 


ANALYST 3l_D 


Evidence Wt 


PHYSICAL DESCRIPTION:" ^ ULQ\CCl 

' d brouon, round lobs 



Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


OMQo 


ft 


Gqou 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde*s_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

UMcmmerVv 


PRELIMINARY TEST RESULTS 
RESULTS 0\\\COriOfVL 

date VocPHO 


GC/MS CONFIRMATORY TEST 

results o^calonc 

MS 

OPERATOR 



date j- ?r 1 1 


Revised 7/2005 
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POISINDEX® Product List 


Oxycontin 

{Between January 2008 and August 2010) 

Regulatory-Status: Schedule 11 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Ammonio Methacrylate Copolymer 
Hypromelfose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 
Trjacetin 
Polysorbate 80 
Ferric Oxide, Red 
Ferric Oxide, Yellow 
Ferric Oxide, Black 

Availability & Manufacturing 

Availability: United States 

AvaiSable-Contalner-Ssze: Bottle of 100 

Contact: Purdue Pharmaceutical Products 

Product ID: 6837780 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acefylsaiicylic Acid) 

Registry Number: NDC 59011-0830-10 

Notes 

Notes: This product Was discontinued in 2010 

Physical Description 

Imprints: OC - The {ablet is imprinted with OC on one side and 30 on the other side. 

30 

Form: Oral Tablet, Extended Release 
Color: Brown 
Shape: Circle 


<§> 1974- 2010 Thomson Reuters. All rights reserved. 


12/28/2010 

Folk OIG PRR 040841 


http://www.thomsonlic.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 



DRUG POWDER ANALYSIS FORM 



SAMPLE U 

No. of samples tested: 


AGENCY 6 O&IQO ANALYST SLD 


Evidence Wt 




PHYSICAL DESCRIPTION: S)\QT\td ^ 'SQQlCCl 

' one. robvte t round Tab 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: Aiin 


" Gens 6 


PRELIIVUNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcivstalllne Tests 

Gold 

Chloride_ 

tlta i_J_ 

OTHER TESTS 

'(Tweroroedex 


PRELIMINARY TEST RESULTS 

results oxvicocioae 

date \Z-ffl-\U 


GC/MS CONFIRMATORY TEST 
resu lts QX\|(fldO(Y 

MS * 

OPERATOR AOU _ 

DATE 1 _ 


Revised 7/2005 


Folk OIG PRR 040842 




MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 
Also known as Oxycodone HCS 
Schedule 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride -10 MG 

Excipients: Sorbic Acid 

Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triacetin 

Hydroxypropyl Cellulose 
Ammonio Methacrylate Copolymer 
Hypromeilose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 

Availability & Manufacturing 

Availability: United States 

Avallabje-Container-Size: Bottle of 100 

Contact: Actavis Toiowa 

Manufacturer Product upc 52152 . 40802 
Codes: 

Product ID: 7024451 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acelylsaiscylic Acid) 

Registry Numbers: NDC 52152-408-02 

Physical Description 

Imprints: OC - The tablet Is imprinted with OC on one side and 10 on the other, 

10 

Form: Oral Tablet, Extended Release 
Color: While 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pfPrintReady 


12/28/2010 

Folk OIG PRR 040843 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762090.D 

ASD 

1 Jan 2011 12:41 

BLANK 
SLD 
2 

SPEED 

RTE 



Time~> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 10 00 10 50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762090.D Tue Jul 12 12:01:51 2011 


Page 1 


Folk_OIG_PRR_040844 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

: F:\Q4-2010\SYSTEM6\12 31 10\762091.D 

Operator 

: ASD 

Date Acquired 

: 1 Jan 2011 12:55 

Sample Name 

: AMPHETAMINE STD 

Submitted by 

: SLD 

Vial Number 

: 11 

AcquisitionMeth 

: SPEED 

Integrator 

: RTE 

Abundance 

. TIC: 7620ST.tr 


3j 

22 

2000000j 


1500000 

i 

j 

| 

; 

1000000 

j 


500000 

fl 


i 

Time--> 

2.00 2.50 3.00 

"iio 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9,00 9.50 10,00 10;50 

Ret. Time 

Area Area % Ratio % 

3.219 

2546536 100.00 100.00 


762091 .D 


Tue Jul 12 12:02:25 2011 


Page 1 


Folk_OIG_PRR_040845 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12J31_10\762091.D 
ASD 

I Jan 2011 12:55 

AMPHETAMINE STD 
SLD 

II 

SPEED 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 3.22 

C:\DATABASE\NIST98 . L 




Amphetamine 

000300-62-9 

83 


Dextroamphetamine 

000051-64-9 

83 


Dextroamphetamine 

000051-64-9 

83 


Abundance ’ " .Average of 3.195 ToT 349 min.:7620SF1 D {-) 

! 4|4 


80 


60 : 


40 j 


: 201 





91 






! 

! 

0 - 



36 ;j; 

51 

■ i. 

85 | 

58 | 77 84 103 110 120 128134 






207 1 

m/z~> io 

2 b' 

30 

’ 4'o 

50 

60 Vo 80 90 100 110 120 130 140 

160 

160 

170 

180 

190 

200 ' | 













Abundance 



44 


"S110632": Amphetamine 







80! 



j 








j 

i 1 

! 60 j 

i ! 












i 

40 

| 











i 

j 

K> 

^ o 

18 

28 

.j. ; . ; 

. 3a 

51 

91 

65 

59 77 j. 103 120 134 







m/z-> 10 

20 

30 

40 

5b 

60 70 80 90 100 110 120 130 140 

150 

160 

lt° 

ISO 

190 

200 


762091, D Tue Jul 12 12:02:27 2011 Page 2 


Folk_OIG_PRR_040846 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762092.D 

ASD 

1 Jan 2011 13:10 

BLANK 
SLD 
2 

SPEED 

RTE 


Abundance . TI'C':T62092.D 

35001 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762092.D 


Tue Jul 12 12:02:30 2011 


Page 1 


Folk OIG PRR 040847 












Area Percent / Library Search Report 


Information from Data File: 

File I 

tfame 

: F:\Q4-2010\SYSTEM6\12 31 10\762093.D 

Operator 

: ASD 

Date } 

Acquired 

: 1 Jan 2011 13:24 

Sample Name 


Submitted by 

: SLD 

Vial I 

Jumber 

: 13 

AcquisitionMeth 

: SPEED 

Integrator 

: RTE 

Abundance 


TiC':TOZ003.D 


3j 

22 1 

500000 



400000 



300000 


:! 

200000 


1 

100000 

- 

i 

0 1 


• 

Time--> 

Z00 2.50 3.00 

3.50 4.00 4.50 5.00 5.50 6.00 6.5cT’7.6o 7.50 8.00 8.5(T"9.bo’ 9.50 ib'oo lb!50 ; 

Ret. Time 

Area Area % Ratio % 

3.21S 


603453 100.00 100.00 


762093.D Tue Jul 12 12:02:32 2011 Page 1 


Folk_OIG PRR 040848 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762093 .D 
ASD 

1 Jan 2011 13:24 


SLD 

13 

SPEED 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.22 C:\DATABASE\NIST98.L 
Dextroamphetamine 

Benzeneethanamine, .alpha.-methyl 

Dext roamphe tamine 


000051-64-9 90 
000060-15-1 83 
000051-64-9 83 


Abundance 


4,4 


'Average oT3 “201 to"'37325 mm7:T62093U{- 


80 


60! 


40; 


20 


91 


i ! 65 j 

Q ; 31 J 58 J ( _ 77 85 i,.103 1 , 3 , 120 131 


207 


|m/z~> 30 40 50 60 70 80 90 100 liO 120 130 140 150 160 1 TO 180 190 200 


Abundance 


44 


“S110637:1) extrda mpbelamine 


801 


60 


40 


20 ! 


04- 


SI 


91 


65 


• II » I' !. 


77 

, , i...., ; i 


103 


120 


135 


hi/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


762093.D 


Tue Jul 12 12:02:33 2011 


Paae 2 


FolkJ3IG__PRR 040849 



















Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F: \Q4-2010\SYSTEM6\12_31_10\762094.D 
ASD 

1 Jan 2011 13:39 

BLANK 
SLD 
2 

SPEED 

RTE 


Abundance.~. . " . ...... TrC:762W4.D 

! 350011 



jTime~>.°2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 10.00 10'50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


762094.D 


Tue Jul 12 12:02:36 2011 


Page 1 


Folk_OIG_PRR_040850 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762095.D 

ASD .. 

1 Jan 2011 13:54 

BLANK 
SLD 
2 

SPEED 

RTE 



1000 : 

500; 


|Time-> 2.00 2.50 3.00 3.50 4.00' 4.50 5.00 5.50 6.00 6.50' 7.00 7.50 8.00 8.56 9.00 9.50 lolo'o 10.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762095.D 


Tue Jul 12 12:02:39 2011 


Page 1 


Folk OIG PRR 040851 










Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM6\12_31_10\762096.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 14:08 

Sample Name : AMPHETAMINE STD 

Submitted by : SLD 

Vial Number : 11 

AcquisitionMeth: SPEED 

Integrator : RTE 

Abundance TIC: 752096TEJ 


I 3 22 

| i 

I 2000000! 

| i 

: 1500000j 

| ; 1 . 

j 1000000 ? 

i j | 

! 500000! f 

i ! S 

1 ! :i 

I j ;f 

h'me--> 2.00 2.50 3.00 3.50 4.00 4.50 5^00 5.50 6.00' 6.50 ~7\00 7.50"~8.00 8.50""9.00' &|o' mOD 1050 


Ret. Time Area Area % Ratio % 

3.219 2516917 100.00 100.00 


762096.D Tue Jul 12 12:02:42 2011 Page 1 


Folk_OIG_PRR 040852 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762096.D 

ASD 

I Jan 2011 14:08 

AMPHETAMINE STD 
SLD 

II 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.22 C:\DATABASE\NIST98.L 
Dext roamphe t amine 

Benzeneethanamine, .alpha.-methyl- 
Dextroamphetamine 


000051-64-9 83 
000060-15-1 83 
000051-64-9 83 


Abundance 


80 [ 


44 


Average oTXT 9 ' 5 'To‘ 3 V 3 7 3 ' mi n.; 762096 . 0 “ {-) 


60 i 


40 ! 


20 ! 


0 ! 31 38 : 51 58 i 

;m/z-> 30 Vo ' ' 50 «) 70 80 90 100 110 120 130 140 150 l60 170 180 190 200 


91 

65 I 

77 84 . ' 


103 113 J 20 128134 


207 


Abundance 


80 : 


60 ’ 


40; 


44 


WTi“063“6: Dextroamphetarhlne 


20 ! 


m/z--> 


01 


A . 51 


57 


65 


30 40 50 60 70 


77 85 

sb 


91 


103 115121 133 


90 100 110 120 130 140 150 160 170 180 190 200 


762096.D 


Tue Jul 12 12:02:42 2011 


Page 2 


Folk OIG PRR 040853 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762097.D 

ASD 

1 Jan 2011 14:22 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


762097.D Tue Jul 12 12:02:45 2011 


Page 1 


Folk OIG PRR 040854 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763664.D 
ASD 

1 Jan 2011 2:23 

BLANK 
SLD 
2 

DRUGS 

RTE 



5001 

) 

!Time-> ° 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


763664.D 


Tue Jul 12 12:03:13 2011 


Page 1 


Folk_OIG_PRR 040855 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12 

ASD 

1 Jan 2011 2:36 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


31 10\763665.D 


Abundance 


TfC: 763665. D 
5137 


500000i 

I 

I 4ooooo; 

I i 

I 300000I 

| 200000 ! 

i 

i [ 

100000 




|nme-> 2.00 2.feo 3.00 

’ 3.k> ' 4.00 ' 4.50 ' ’ 5.00 

5.50 

T 6.00 

T 6.50 ' ' 7.00 ' 7.50 ' ' 8.0O ' 8.50 ' 9.00 ' ’ 9.50 i 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.371 

796660 

100. 

00 

100.00 


763665.D Tue Jul 12 12:03:16 2011 


Page 1 


Folk OIG PRR 040856 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763665.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 2:36 

Sample Name : OXYCODONE STD 

Submitted by : SLD 

Vial Number : 65 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 5.37 C:\DATABASE\PMW JTOX2.L 

Oxycodone 000076-42-6 91 

Endogenous biomolecule AC 000000-00-0 2 



Folk OIG PRR 040857 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763666.D 

ASD 

1 Jan 2011 2:49 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance 

| I 

2000 fill 

i I Hi 


1500; 


1000 ! 


1 


TTCT:7B3BBB.D 

.p | |( 




500! 


0 : 


hme~> 2.00 2.50 3.66 3.50 4.00 4.50' 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


763666.D 


Tue Jul 12 12:03:19 2011 


Page 1 


Folk OIG PRR 040858 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763676.D 

ASD 

1 Jan 2011 5:01 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TIC:’763676.0" 

2500 j | 



| 500 

! i 

Ttme--> 2.00 2.50' 3.00 3 50 4.66 4.50 5.00 Ji.50 6.00' 6.50 7.00 7,50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


763676.D 


Tue Jul 12 12:03:32 2011 


Page 1 


Folk OIG PRR 040859 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763677.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 5:14 

Sample Name 
Submitted by 
Vial Number : 77 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

i J 

; ioooooo| 
! j 

• 800000! 

I 600000] 

400000; 

200000 ! 


hme-> 2.00 2.60 

3.00 3.6o 4.00 4.ko 5.t)0 

5,50 ' e.bcT 

6.50 7.t>0 ' ' 7.50 ' 8.6a 8.50 ' 9.00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

5.377 

1414834 

100.00 

100.00 


TRJ:763"677.0 

5138 



763677* D Tue Jul 12 12:03:35 2011 Page 1 


Folk OIG PRR 040860 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763677.D 

ASD 

1 Jan 2011 5:14 


SLD 

77 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.38 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000 - 00-0 2 


Abundance 


80 : 


"Average oT5734'1 to 5.525 m[n;f7S^77TT(-] 


315 


00 : 


401 


20 : 


42 


230 


70 


55 


jm/z~>_ 

Abundance 

j I 

! 80 i 


oi 3i ,a 



115 



140 

98 

; 

128 ; 

: i : !..;i.i=i 

M 

uw 

100 

120 140 


201 


187 

161 175 4 

mu . i.Jj I: i 


19583; Oxycodone 


214 


258 

244 272 


286 


300 


329 355 


240 260 280 300 320 340 

PI 573 

315 


60! 


40: 


20 i 


0 j ■ 

!m/z~> 

763677,D 


70 


230 


140 


185 


201 


I 


258 


217 


244 


281 


300 


40 ' 6b ’ ' do 100 120 140 ' 1 So ’ 180 200 ' 220 240 260 280 300 ' 320 340 

Tue Jul 12 12:03:35 2011 Page 2 


Folk OIG PRR 040861 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763678.D 

ASD 

1 Jan 2011 5:27 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance .''.... TIC: 763578.D 



! 500 j 

hme-> ° 2.00 ' 2 50 ' 3.00 ' 3.50 4.00 4.50 5.00 ' 5.50 6.00 6.50 7.00' 7.50 8.00 8.^0 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763678.D 


Tue Jul 12 12:03:38 2011 


Page 1 


Folk OIG PRR 040862 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763679.D 

ASD 

1 Jan 2011 5:40 


SLD 

79 

DRUGS 

RTE 


Abundance 


TIC:7B3679.D 


1000000 1 
8000001 
600000; 


5138 


j 400000j 


j 200000 

hrime-> 



ji 



2.00 2.50' 

3.00 3.66' 4.66 4.50 5.00 

' ’ 5.50 ' 

6.00 

6.50 J.OO 7.50 8.00 ‘ 8.50 9 00_ 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.377 

1481924 

100 . 

00 

100.00 


763679.D 


Tue Jul 12 12:03:41 2011 


Page 1 


Folk_OIG_PRR_040863 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763679.D 

Operator : ASD 

Date Acquired : 5:40 

Sample Name : 

Submitted by : SLD 

Vial Number : 79 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.38 C:\DATABASE\PMW_T0X2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-'4 2-6 94 

000000 - 00-0 2 


Abundance 


801 


Average of"5734 i loSSWmi n.: 763679:D (-) 


80; 


401 


20 


70 


42 


115 


j 

55 

31 j 

JLm- 

30 40 

sb 60 


84 98 


128 


. ii | i; . ■ j! I..{:■!, , ,• i.| 


140 

! 187 

161 175 

! MSOiim! Uij.,, .ill!: 


201 


215 


315 

I 


230 


258 

jj 244 272 


287 


300 ji 


327 ! 


Abundance 


00 \ 


60! 


^583: Oxycodone 


P1“57'3" 


315 


40; 


20 : 


0 . 


70 


140 


185 


230 


201 


258 


217 ! 

j :j | 244 


281 


|j 

300 ;.•! 


tr\fz»> 30 40 50 60 70 80 90 100110120130140150160170180190200 210220 230 240250 260 270 280 290300310320 330 
763679.D Tue Jul 12 12:03:41 2011 Page 2 


Folk OIG PRR 040864 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763680.D 

ASD 

1 Jan 2011 5:53 


SLD 

80 

DRUGS 

RTE 


Abundance 


800000; 


TIC: 753680.0 
5|38 


6000001 
| 4000001 

I 200000 


: Time ; -> 2 . 00 J ‘ 2.50 ' ' 3.00 

’ 3.50 4.6o 4.50 5.00 

1 5.S0 

8.00 ' 

‘ 6.50 7.66 ' 7.50 8.00 ’ ’ 8.50 9.00. 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.377 

1319539 

100 . 

00 

100.00 


763680.D 


Tue Jul 12 12:03:44 2011 


Page 1 


Folk OIG PRR 040865 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763680.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 5:53 

Sample Name : 

Submitted by : SLD 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


1 5.38 C:\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 2 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


Abundance Average of5.34i To 51525 min,: 763680,D (-) 



315 


80 : 
601 



763680.D Tue Jul 12 12:03:45 2011 


Page 2 


Folk OIG PRR 040866 





























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763681.D 

ASD 

1 Jan 2011 6:06 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763681.D 


Tue Jul 12 12:03:48 2011 


Page 1 


Folk_OIG_PRR 040867 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Abundance 

. 1500000, 


3j53 

I 

j 


.. TI'C; 763682.D 


! 1000000 I 5 37 

! ; | | 

5000001 I ] 

I I } !! 

I j it I 

I i jj n 

! j !l 11 

1 q j t _ ______ | _ i’\, ___ 

fime-> Xoo 2.50 3.00 ' 3.50 "Too ' ' 4.50 ' ' 5.00 ' ‘ 5.50 6.00 


ftST ’ 7.00 ’ ’ 7.50 ’ 8.66 ’ ' 8^50 9.00 ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.527 

1916756 

62.25 

100.00 

5.371 

1162235 

37.75 

60.64 


763682 ,D 


Tue Jul 12 12:03:50 2011 


Page 1 


Folk OIG PRR 040868 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.53 

C : \ DATABAS E \ PMW__TOX 2 . L 





Stearyl alcohol 

000112-92-5 

91 



Cyclohexadecane 

000295-65-8 

89 



Cyclotetradecane 

000295-17-0 

27 


^bundance 
80 ] 

i | 

j 60 j 

401 


55 


43 


20 i 


I 31 


0Vr-J,. 

frl/z~> 30 


83 


Average ( 


69 


97 


111 


125 

\ 


Nil 


liH 


.Pi 


139 


.J] 


Abundance 


80 j 


80 * 


5.5 


69 


153 168 iso 196 207 224 

50 16 

#2356: Stearylalcofio! 


252 


281 


i iL .jMl m 

. J j t I 1 , . , Jhi-i;. ,.. ........,... . ... .... 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 ; 


PT2W 


83 


97 


40| 


20 


jm/z-> ° 30 40 50 80 70 80 90 lOO 110 lio 'llo 140 150 160 170 ’l& l6(> 200 210 220’ 230‘ 240 250 260 270 280 


jili 

Hi: 


ill! 


ii 


ill 


125 


224 

j.., 


252 


270 


763682.D Tue Jul 12 12:03:52 2011 


Page 2 


Folk OIG PRR 040869 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST9 8.L 


PK# R^ 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.37 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of 5.Wlo 5.561 mm;:753682.D' (-}. 


98 .1 1?7 


201 
187 I 


Oi I ? • V-t rA— t— r j ~r~f- : r " r- , i . I I 'l 1 >M L rn !l i- , M' 1 / | i ' 1'V rpr r i i V i' i V -rn rrrr't i i t : ~r : <* f' i i i ‘ i ' » yr-*< ; •■‘H n'Tr - " • • i • ; i | ■ ■ r[-n-r r i > > : 

m/2-> 40 60 80 100 120 140 160 180 200 220 240__ 260 280 300 320 340 36C 380 400 420 

Abundance . .. #128608: Uxycodone 


42 

57 

; 84 

98 j 128 

. j 1 ' i. ’ ! 

40 

‘ 60 

80 

100‘ lio" T 


157 173 


244 272 09R 300 


'rn/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

763682.D Tue Jul 12 12:03:52 2011 Page 3 


Folk OIG PRR 040870 
























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763683.D 

ASD 

1 Jan 2011 6:33 


SLD 

83 

DRUGS 

RTE 


Abundance . TIC: 763683.D 

! 5139 

j 2500000: j 

i 2000000| 

! i ! 

i i i 

j 15000001 l 

i 1000000 

j i i j 

| 500000 i jj 

i \ ! i 

I f f 1 

hme-> 2.00 2.50 ' 3 bo ' 3.feb 4.60 ' ' 4.50 ' ' 5.bo ' 5^5cT 6.00 6.50 ' 7.00 ‘ 7.50 8.6o ' ' 8.feo ' ' 9.00 ’ 9.b6 


Ret. Time 

Area 

Area % 

Ratio % 

5.389 

4648458 

100.00 

100.00 


763683 .D 


Tue Jul 12 12:03:55 2011 


Page 1 


Folk OIG PRR 040871 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763683.D 
ASD 

1 Jan 2011 6:33 


SLD 

83 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.39 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


Abundance 


80; 


60 1 


40 i 


20 


o / 50 


70 


42 


Average of 5.341 To 5.608 min.: 763683.D {-) 


315 


230 


65 | 84 

. Ill „ ), J, , 


98 


115 

128 


140 


201 


161 


175 


187 


215 


258 


244 


272 287 3 00 


327 


bi/z«> 40 60 80 100 120 140 160 180 200 220 240 2^0 280 300 320 340 360 


405 

380 400 


Abundance 


80 


60 j 


1583 :“Dxycod r one 




315 


401 


70 


230 


20 i 

! 1 

1 \ 


140 

185 

201 

\ 

217 

258 

f 

281 


! 0i. 

m/z-> 



* j j 

, 1 j, . 

244 

300 :j 

40 60 

80 1<k) 1^0 140 160 

180 

200 

220 

240 260 

260 

360 320 340 360 380 400 


763683.D 


Tue Jul 12 12:03:56 2011 


Page 2 


Folk OIG PRR 040872 













































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763684.D 
ASD 

1 Jan 2011 6:46 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763684.D 


Tue Jul 12 12:03:59 2011 


Page 1 


Folk OIG PRR 040873 












Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_3 1__10\763 685.D 
ASD 

1 Jan 2011 6:59 

BLANK 
SLD 
2 

DRUGS 

RTE 



hme--> 2.bo 2.50 3.00 3.50 4.00 4.50 5.00 


' 6.00 ' 6.50 7.b0 7.50 ’ 8.00 8,50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763685.D 


Tue Jul 12 12:04:02 2011 


Page 1 


Folk_OIG_PRR_040874 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763686.D 

ASD 

1 Jan 2011 7:12 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Abundance ~.". .*. — _ TfC: 763686 D 

800000; 5|37 

i 

! | 

: 600000: 


400000! 


200000; 


\ Q ! ,„ r 


■ \ 


nrimo—> ” 2.00 2.50 

3.66 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 ' T 7.00 ' ' 7.50 ' ' 8.b6 8.50 9.00 ' 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1113276 

100.00 

100.00 


763686.D 


Tue Jul 12 12:04:05 2011 


Page 1 


Folk OIG PRR 040875 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763686.D 
ASD 

1 Jan 2011 7:12 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.37 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 90 
000000-00-0 35 
000000-00-0 4 


Abundance 


Average of 5.341 to 5.543 min.:T63"686,n (-) 


315 


801 
60 j 
40 j 
20 


42 

1i 


70 


230 


115 


140 


201 


128 


214 


258 


31 


187 

55 98 175 ! j 

",! j;! | in H, 1150 ^ ill, # H| ,11 244 i 272 286 

,,,,...,, , __ ....,,, = , , i /•,m-p#,,, 

m/z-> 30 40 50 6b 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


300 


Abundance 


#583TX3xyeodo n e 


"PI 573 


315 


80 


60! 


40 i 


70 


230 


20 : 


h/z-> ° 30 40 50 60 70 80 90 1& 110 120 130 140 150 160 170 1^0 190 200 210 220 230 240 250 260 270 280 290 3d0 310 


140 


201 

185 j 217 
I 


258 


244 


281 

i 

.. 


300 


763686.D 


Tue Jul 12 12:04:05 2011 


Paae 2 


Folk_OIG_PRR 040876 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763687.D 

ASD 

1 Jan 2011 7 : 25 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763687.D Tue Jul 12 12:04:08 2011 


Page 1 


Folk OIG PRR 040877 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763688.D 

ASD 

1 Jan 2011 7:38 


SLD 

88 

DRUGS 

RTE 


Abundance . .. . . nC: 763688.D 

! i 3152 

| 800000 ? 

600000 


400000 ; 


5.37 

; 200000 ! 

1 I 



l 

n L ... _i 




2.bo 2.56 3.66 3.66 4,66 4.66 5,66 5,60 6.66' 6.66' 7.66 7.66 6.66' 6.66 9.66' 9.66 


Ret. Time 

Area 

Area % 

Ratio % 

3.521 

760473 

60.31 

100.00 

5.371 

500444 

39.69 

65.81 


763688 .D 


Tue Jul 12 12:04:11 2011 


Page 1 


Folk OIG PRR 040878 











Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

F:\Q4-2010\SYSTEM6\12 31 

10\763688 . D 


Operator : 

ASD 



Date Acquired : 

1 Jan 2011 7:38 



Sample Name : 




Submitted by : 

SLD 



Vial Number : 

88 



AcquisitionMeth: 

DRUGS 



Integrator : 

RTE 



Search Libraries 

: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 3.52 C:\DATABASE\PMWT0X2.L 


Stearyl alcohol 

000112-92-5 

94 

Cyclohexadecane 

000295-65-8 

93 

Cyclotetradecane 

000295-17-0 

87 


Abundance "" Average of 3.503 to 37640 min.:7636H8.D (-) 


55 83 




763688.D Tue Jul 12 12:04:12 2011 


Page 2 


Folk OIG PRR 040879 
























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
integrator 


F:\Q4-2010\SYSTEM6\12_31_1Q\763688.D 
ASD 

1 Jan 2011 7:38 


SLD 
88 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABAS E \ NIS T 9 8.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

5.37 

C : \DATABASE\PMW_TOX2 . L 





Oxycodone 

000076-42-6 

91 



MPCP 

000000-00-0 

10 



Endogenous biomolecule AC 

000000-00-0 

9 


Abundance 


7!o7erageor5:34i 16 5.^2mi!n.:76368'8'D r F)' 


315 


80 


601 


40: 


42 


20! (I 


31 . j|; 


55 


230 


70 


115 


140 


201 


84 

. i, ! 


98 


128 


150 


187 

159 175 }f 


214 


258 

} 


j 0 l ■ h - , i-iU.Vv »-iv]-”,l- ! I |J^^-4VKrr-i-ji!i| I • ■ '■! i I- -••te*. i'i'lrfi-! i-^'n - -!:■=' : f i s s rr-rrrr- , , ! s , : ~ 

Wz-> 30 40 50 60 70 80 90 J00 110 120130 140150 160170180190 200 210 220 230 240 250 260270 280 2^0 300 310 320 

#583:X5xyc6"cf6ne PT573 


244 


272 


287 


300 


327 


Abundance 


801 


3|5 

i 

i 


60 i 


401 


20 ! 


m/z-> ° 30 40 50 60 70 80 9b 100 110120 130 140150 160 170180190200 210220230 240 250 260270 280 2^0 300 310 320 


70 


230 


140 


201 

ms 217 

i 


258 


244 


281 


300 


763688.D Tue Jul 12 12:04:12 2011 


Page 3 


Folk OIG PRR 040880 








































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763689.D 

ASD 

1 Jan 2011 7:51 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763689.D Tue Jul 12 12:04:15 2011 


Page 1 


Folk OIG PRR 040881 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763690.D 
ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTE 


Abundance 


31 


53 


TrC: 763W0TCT 


1500000j 

i 


1000000 : 


500000- 


5.37 


oU 


fime~> 2.00 2.50 3.00 

' 3.50 ' 4.00 4 50 5.00 

' 5.50 0.00 

6.bo 7.66 7.50 ' 8.00 8.50 9.4)6 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.527 

1837657 

66.54 

100.00 

5.371 

924031 

33.46 

50.28 


763690,D 


Tue Jul 12 12:04:18 2011 


Page 1 


Folk OIG PRR 040882 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763690.D 

ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.53 C:\DATABASE\PMW_TOX2.L 


Stearyl alcohol 

000112-92-5 

91 

Cyclohexadecane 

000295-65-8 

91 

Cyclotetradecane 

000295-17-0 

91 


Abundance 


80 


60 


401 


20 


0 


31 


55 


43 


III! 


83 


69 


Average of 335U3TO 37705 mlri7:7636907Er(-) 


97 


111 


jji;!,., iji, 


125 


139 


bV z--> 30 


154 168 iso 196 


208 


224 240 252 


281 


40' 50 6 ! 0 70 80 9*0 l6o 110 l2o 130 140 150 1& 1 tO lSo‘ 190 200 2i0 2^0 230 240 250 260 2^0 2$0 ■ 


Abundance 


80: 


601 


55 

I 


69 


83 


#2356: SiearyJ alcohol VT2W 


97 


40! 


20 ; 


01 


111 


125 


224 


252 


270 


mfz-> 30 


ijjj L j j|j j: • j __ _ _ j 

40 56 60 70 80 90 100 110 120 130 140 150 l 60170 180 1$0 200 210 2^0 230 240 250 260 270 280 j 


763690.D Tue Jul 12 12:04:19 2011 


Page 2 


Folk OIG PRR 040883 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763690.D 

ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.37 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 90 
000000-00-0 4 
000000 - 00-0 2 


Abundance 


80) 


60 i 


40 i 


20 i 


42 


Average of! 


l:763690". D {-) 


230 


70 


30 


55 


Wz~> 


Abundance 


80 i 


60! 


115 


140 


201 


315 


84 


98 

I 128 | 

i 1 i! • ! i6i 

!.!!: j!!', jv|!? 5 Pji=|. 

187 

175 ||| 

ijiVih .! M i A : 

214 

i 244 

258 

lujfLLi.L, 

100 

lio 140 160 

j !i:|.-I lJLiJ 

iso 260 

220 

J;... ...ui.ij..., . 

240 

260 


27 2 2 8 2 

300 

I, 327 355 

280 

360 

320 J 340 


A583: Oxycodone 


FT573. 


315 

j 


40 


70 

i 


230 


20 

0- 

m/z~> 





140 


185 

i|| 

1 .—.- 0 

217 

!! 

244 

258 

281 

300 

40 

60 

80 l 60 

120 

140 

160 

180 

260 

220 

240 

260 

280 

300 320 340 

763690.D 


Tue 

Jul 

12 

12 : 

04 : 20 

2011 
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Folk OIG PRR 040884 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763691.D 

ASD 

1 Jan 2011 8:18 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


763691.D 


Tue Jul 12 12:04:22 2011 


Page 1 


Folk OIG PRR 040885 
















Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12 31_10\763692.D 
ASD 

1 Jan 2011 8:31 


SLD 

92 

DRUGS 

RTE 


.—.. . 1107763692.0" 

| 3 | 53 

j 1500000; j 


5.38 


i 1000000 

I j 

| 500000 


hme-> 2.66 2.50 

3,66 3.50 4.00 4.50 5.66 

5.50 6.00 

6.50 7.00 7.50 8.66 8.66 9.o6 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.527 

2039419 

56.57 

100.00 

5.377 

1565405 

43.43 

76.76 


763692.D 


Tue Jul 12 12:04:26 2011 


Page 1 


Folk OIG PRR 040886 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763692.D 

Operator : ASD 

Date Acquired : 1 Jan 201 1 8:31 

Sample Name : |m|||| 

Submitted by : SLD 

Vial Number : 92 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 3.53 C:\DATABASE\PMW_TOX2.L 

Cyclotetradecane 000295-17-0 93 
Stearyl alcohol 000112-92-5 91 
Cyclohexadecane 000295-65-8 89 



Abundance #2354: Cyclotelfadecane P835 



763692.D Tue Jul 12 12:04:26 2011 


Page 2 


Folk OIG PRR 040887 































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763692.D 
ASD 

1 Jan 2011 8 : 31 


SLD 

92 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.38 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000 076-42 -6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


80 j 


60! 


40 


20 


0 


70 


44 


55 


84 


31 




Average of“57341 to 5.53T min. :T836“92TD“f )"' 


230 


115 


140 


201 


128 


187 


175 




| 161 

« j'j| 


I 215 


258 


244 


315 


272. 


282 


300 


355 : 


!m/z—> 40 60 80 100 150 140 160 180 260 220 240 260 280 300 320 340 


Abundance 


80 


#128608: Oxycodone 


60 i 


40 


20 


230 


70 


42 


r m/z~> 


01 - 


| 30 


58 


84 


iW. 


140 

115 : 

S 128 | 

j \ ; 

U I!,!;. 


201 


187 

157 175 ]|| 


217 


315 


258 


244 ji 272 


286 


300 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


7636 92 f D 


Tue Jul 12 12:04:27 2011 


Page 3 


Folk OIG PRR 040888 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763693.D 
ASD 

1 Jan 2011 8:44 

BLANK 
SLD 
2 

DRUGS 

RTE 




7.66 7.50 8.66 8.60 9.66 9.66 


! 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


763693.D 


Tue Jul 12 12 = 04:30 2011 


Page 1 


Folk OIG PRR 040889 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763694.D 

ASD 

1 Jan 2011 8:57 


SLD 

94 

DRUGS 

RTE 


Abundance TIC77B3694.D 

; i 

! 1000000 | 

| ! 

j 800000 ! 

I 600000 


j j! A ^7 

| 400000| j 

| I J v 

' 200000 I 

1 j! i; 


[Time-> 2.00' 2.66 3.00' 

3.50 4.00 ' 4.50 ’ ' 5.66 

5.66 ' 6.00 

6.50 7.00 7.66 8.00 8.66 9.00 9.66 

Ret. Time 

Area 

Area % 

Ratio % 

3.521 

964481 

62.40 

100.00 

5.371 

581143 

37.60 

60.25 


763694 .D 


Tue Jul 12 12:04:39 2011 


Page 1 


Folk_OIG_PRR_040890 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763694.D 

ASD 

1 Jan 2011 8:57 


SLD 
94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.52 

C:\DATABASE\PMW_TOX2.L 





Cyclotetradecane 

000295-17-0 

95 



Stearyl alcohol 

000112-92-5 

94 



Cyclohexadecane 

000295-65-8 

92 


Abundance 


801 


55 

43 | j 


83 


Average of3:50316 3.689 min.: 7636947ET( : ). 


89 


97 

i 


4b 50 80 


55 


60- 


40 


20 ; 

[ 31 

0 ,J,,- 

30 

Abundance 


80: 


601 


40: 


20 ) 


to/z~> 30 40 50 60 


763694 .D 


111 


125 


139 

■''T' 


154 168 181 196 


207 


224 


252 


70 80 90 100 110 120 130 140 150 l60 170 180 190 200 210 220 230 240 250 

1*2354: Gydoletradecahe P835 


69 


83 

I 


97 


i ;: 

j : 

i 

! i 

i 

i 

; i 

1 

j || 

j l| 

111 

| 1 

; :( 

125 

168 

| 1 

j h-r-T-r r-i 


'•hj-T-TT-ri^rr 

:- T -, rh . r-, 

■rri-r | -1 f : i s : 


196 


7 b so 9 b ibo iio lio ibo i4o ibo jbo' ito' iao i 260 2 I 0 'iio 230 ' 240 250 ’ 
Tue Jul 12 12:04:40 2011 Page 2 


Folk OIG PRR 040891 


































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763694.D 

ASD 

1 Jan 2011 8:57 


SLD 

94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.37 C:\DATABASE\PMWJT0X2.L 

Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 94 
000000-00-0 16 
000000-00-0 9 


[Abundance” 


Average oT5T4T nm: 763694. D (-) 


315 


80 


60! 


40! 


20i 


230 


70 


42 


y 


115 


55 


84 


98 


i 30 .. „ 

Wz-> 30 


140 

128 j 

li ' 


187 

159 175 ? ! ’j 


201 


i 214 ! 


258 






244 

1 If J j if'!" rt“f 44*r r' fi' r 


Q7Q 300 

272 286 


327 


Abundance 


80 i 


40 50 60 70 8b 90 100110 120130140 150 160 170 l801902002102202302402502602702802903003i0320 

#583rOxycbdone PI 573 

315 


60 1 


40 i 


20 


ol 


70 

! 


230 


140 

f 


201 


258 


185 


217 


244 


281 

..j_ 


300 


m/z~> 30 40 50 60 70 80 90 100110120130140150160170180190 200210 220230 240250260 270 280 290 300 310 320 


763694 . D 


Tue Jul 12 12:04:40 2011 
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Folk OIG PRR 040892 




























Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2 010\SYSTEM6\12__31_ 10\763695 . D 
ASD 

1 Jan 2011 9:10 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TIC: 763695.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763695.D 


Tue Jul 12 12:04:44 2011 


Page 1 


Folk OIG PRR 040893 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 - 2 010\SYSTEM6\12_31__10\7 636 96 . D 
ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Abundance 
| 3000000; 


i 


53 


5-38 


| 25000001 
| 2000000 
j 15000001 

I 1000000 

I 500000j 

1 

! 0 .-^- r . v | -rrrrr-^-,- ■ >- , . .1.r-v,- .- , , , , ... .. 

rrime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.527 

4412559 

71.28 

100.00 

5.377 

1778221 

28.72 

40.30 


763696.D 


Tue Jul 12 12:04:48 2011 


Page 1 


Folk OIG PRR 040894 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31 10\763696.D 
ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.S3 C:\DATABASE\PMW TOX2.L 


Cyclohexadecane 

000295-65-8 

96 

Stearyl alcohol 

000112-92-5 

91 

Cyclotetradecane 

000295-17-0 

91 




763696.D Tue Jul 12 12:04:48 2011 


Page 2 


Folk OIG PRR 040895 
































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM6\12J31 10\763696.D 
ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 5.38 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


[Abundance 


80 


Average of 5.341 To 5:537 min.: 76369670 (-} 


60; 


40 


20 


230 


70 


44 


130 


58 

I:! 

... M ! i ii 


115 


140 


201 


84 


98 


| i i 

, A Ij.i, 


m/z-> ” 40 60 ' 80 100 T& *' l4(T^l60 Uo ' 200 240 236 2& 300 3^0 340 3^0 


128 


187 


I , 159 


175 


215 


sU. Mu JA. A ii 


258 

1 244 || 272 286 300 



405! 
380 460 ! 


Abundance 


80 


#583:0"x y co done 


PI 573 


315 


601 


401 


201 


70 


230 


0: , 


140 


201 


258 


185 


217 


244 


281 


300 ij. 


rn/z~> 40 60 80 100 120 140 160 180 200 2^0 240 260 280 300 320 340 360 380 400 


763696 .D 


Tue Jul 12 12 : 04:49 2011 
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Folk OIG PRR 040896 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763697.D 

ASD 

1 Jan 2011 9:36 

BLANK 
SLD 
2 

DRUGS 

RTE 



tnme *-> 2 . 00 ' 2.66 ' 31 ) 0 ' ' 3.50 4.00 4.50 5.66 5.66 6,00 6.50 7.66 7.66 8.00 8.50 9.0o ' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763697.D Tue Jul 12 12:04:53 2011 


Page 1 


Folk_OIG_PRR_040897 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\760499.D 

ASD 

1 Jan 2011 15:27 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


760499.D 


Tue Jul 12 12:05:17 2011 


Page 1 


Folk OIG PRR 040898 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762080.D 

ASD 

1 Jan 2011 10:29 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


^Abundance 
i 800000! 


.T rCTT6~2W07D" 

5)37 


60QQ00 


4000001 


200000 ! 


2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.1)0 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1116508 

100.00 

100.00 


762080.D 


Tue Jul 12 12:05:20 2011 


Page 1 


Folk OIG PRR 040899 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762080.D 

ASD 

1 Jan 2011 10:29 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.37 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


80 


60 


40 


20 


i 


42 

! 

i 


70 


Average oRT34116 5.455 mini: 762080'D (-} 


230 


30 .jh 


315 


Abundance 





115 

140 



201 



1 

55 

84 

98 

J.'.ii liiii.l 

; 128 

i [ i=i, 


159 

187 
175 i[! 


215 

244 

258 

j 272 287 300 | 

60 ! 

! do r 

ifco 

' ' 120 

14cT 

160 

180 ’ 

200 

H "22cT 

' 2%0 

260 280 300 320 


355 | 


IfTmmmywdone' 


315 


m 


60 ] 


40 i 


20 [ 


42 


70 


140 


115 


58 


oi7° , I.ii.., vl,:l, V A }.,« 


84 93 

, i 


128 ; 


230 


201 


187 


217 


258 


157 175 I j: :-j !:;4 . 2 44 


272 286 300 


'm/z-> ' 40 60 80 lOO 1^0 140 160 180 200 220 240 260 280 360 3^0 340 


762080.D 


Tue Jul 12 12:05:20 2011 
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Folk OIG PRR 040900 

































Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762081.D 

ASD 

1 Jan 2011 10:42 

BLANK 
SLD 
2 

DRUGS 

RTE 



I 


0 


fnme~> 2.66 ’ 2.66 3.66 " 3.66' 4.60 4.50 5.66 5.60 ' 6.bo 6 . 50 ' 7.66 7.66 6.60 6.66 9 . 60 ' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762081.D Tue Jul 12 12:05:23 2011 


Page 1 


Folk OIG PRR 040901 
















